
MINIATURE TYPE 


Heater, for Uni potential Cathode: 

Voltage.12.6 .ac or dc volts 

Current ..0.15 ...amp 


The 12AT6 is the same as the 6AT6 except for heater rating , 


MAY 3 , 1954 


TUK DIVISION 

RADIO CORPORATION OP AMERICA, HARRISON, NEW JERSEY 
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